ELECTRIC WATER BOY 

Built for installation 
in sumps 

2 to 8 feet in depth . 
Also furnished with J and \ H'.P. Motors 


Capacity and Heads with /4 H.P. Motor 
at 1725 R.P.M. 


Capacity 

Discharge 

Head 

Capacity 

Discharge 

Head 

10 GPM 
15 GPM 
20 GPM 
25 GPM 

23 Ft. 

22 Ft. 

21 Ft. 

19 Ft. 

30 GPM 
40 GPM 
50 GPM 

16 Ft. 

13 Ft. 

6 Ft. 

Bulletin F-501-A de¬ 
scribes the Electric 
Water Boy. For Sump 
Pumps up to 1500 GPM. 
See Bulletin B-700-B. 

Century Electric Co. 
motors are equipped 
with overload relay. 
A cord and plug is 
furnished for connec¬ 
tion to light socket. 
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